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*. rr y ssiir&i :!“•»:%::? r^d 4 . 0 ?." c vs„? t for 

control ling any disturbances which might occur In gemphis 1 
Ttioao 3 emergency units ar o wage up of 4 men each of hnth 
3h"?ffr'n°nl5? of,, 5° rs Ocputlcm of tho Shelby Count? 

«oT lf, a “. or 5J co - Curing the day of April 4, 1968, the men 
Foi- 1 that re thoso “"j 4 ” changed from ono car to tho other. 

For that reason, bo docu not recall who was in the emergency 
vrhlr 1 eat t h hi m during the late afternoon of April 4 1968 

except Patrolman BILL DU Folia (phonetic) . P » 8 # 

Shortly before 6.00 PK, April 4, 1968. the 3 
emergency units parked at tho lire ntatlon at kiln and 
La 5, J '■ Memphis, so that they might take a rest 
he U'. r 1 ,1 "' h *“ ,lfe h,,i gotten out of tho hospital. 

hL e£ l 40 '5° ‘ cl0 I ,h0 " 0 ln the fire station to call and see 
hfl.a af ' thc othnr »"» sere taking their rest 

b “ k ; Zj '' 1 1lrG Htation Is located south of a building 

hA? a . ln ,hlC " ‘ lihot * lllch ktH«l Doctor KING is 

that r bC J n ,lr<!d - th ® tire station and 

that building is a fence! ln parking lot with a gate ln front. 

. h. A " hc talkl, '« »lth his wife, ho saw thc other 

J n hiB emergency unit bogan running out of the firo 
Rtation. Ifo doon not rocall bearing any shot, but ho knew 
something wan wrong and ho immediately told his wife hehad 
to leave and would call her later. Ho ran out of the fire 
elation after the other men and turnod oast once outside the 
u f ? tat i? n ' and hc ra0 toward Mulberry Streot and the Lorraine 
Motel. Since a high retaining wall in located at Mulberry 
Street, ho never crossed that retaining wall or Mulberry 
Street, but when ho arrived at that point Homo of tho other 
police officero who had crossed Mulberry and who were at the 
Lorraine Motel called out that Doctor KING had boon shot and 
t^icy bolieved tho shot had come from the building north of ^ 
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J 1 r® station. He ran back through that passageway 
•hlcff is between the fire station and the fenced in 
lot Just north of the fire station to Main Street When 
he arrived at Main Street, he recalls there were 2 
Street *? d ? l8 ° * Sheriff already on\aln 

front of tho building where the shot was believed 
o have been fired from, however, he cannot identify either 
S ? 3 offlcers ' 110 took up a position in front of 
Canipe Amusement Center at 424 S. Main Street Memnhia o 

‘ to s d °\" aln street ln JSSS: 

I Up hls P° fl ltion , he recalls seeing a satchel 

• nd ‘, rfle ln ^e doorway in front of him. Those items 

Mt!ri£i n 5hi£h W a at #PP H ea r ed K t0 be “ Breen plec ® ot cl °th 
Sih ♦ hl S h p pcared to be a blanket or bedspread. He 

bit hA t H^ UC \ a K y .° f that materlal » nor did he go near it, 
but he did watch it from his position. * 

within 2 or h ^ r i! y t °° k up hls Petition, which was 

KING had hLn !! after he rocelved the report that Doctor 

KING had been shot, he remained at that spot until the in- 

Jositfoi 2 nth compl * ted * Immediately after he took his 
oa?kW J J ot her m ombe rs of tho emergency squad came to the 
theJ 1 f whlch was between the building in which he was 

that nariJi^V^ t 5 Q flre « tatlon * Those officers went into 
' iight bi Mdi^ ^ f oar ® hed 4t thoroughly for anyone who 
at th o b L h i dl # g «.J h0r ® in ' lncludln S * clump of bushes located 
theJ h fJ?nd k ° f the ^ parkln K lot fl t the retaining wall. After 
the site on n ?h° n ° V? that area ' the T caino out * locked 

gSarllha? e .^. P rkIne l0t ’ °" d the 2 "" “°° d “»™ to 

Af tor he had stood at hls position for a short 
i*"?* a « lndlvldual » who apparontly was tho operator of 
F aalpo Amus cment Center, came out and informed him that he 
had boen ordered to tho Memphis Police Station to make a report 
of what he had seen. Ho Informed that individual that he 
could not leave tho area until he (GHOSS) had cleared it »lth 
Ms superior officer. After ho cleared It with hls superior 
Sot*?**' i? to J d , tho ^hdlvldual to go ahead. That man then 
got into his pick-up truck which was parked on Main Street 
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between the building he wan ntanding In front of and the fir# 
station and drove away, apparently to the police station. 

GROSS advised that he observed Inspector H. E. 
ZACHARY, Memphis Police Department Homicide Squad, and 
another officer of the FTomlcidc Squad, name unknown, cose 
to the area and collected the satchel, rifle, and green 
cloth matorlal which ho had been standing in front of. He 
noLcd they did not touch any of those items, but used hand- 
kerchiefs to pick it up. They placed the rlflo and the 
satchel in tho green cloth material, then they picked up 
the green cloth containing the other items and took it all 
to police headquarters. GROSS observed this from a distance 
of approximately 10 to 15 feet. 

On April 4 , 1068, ho was wearing dark blue trousers, 
a royal blue shirt, a dark blue tie, and a blue steel helmet. 

He docs not recall anyone in the area who might have been 
wearing an upper garment which might be described as 
white or light colored, and who was wearing an item of cloth- 
ing which might bo described as a hood. He does not recall 
seeing Patrolman DOLLAHXTE or any other police officer 
running on Main Street near tho U. S. Fixtures office 
moments after tho shooting. 

He advised when the 3 emergency units parked by the 
fire station shortly beforo 6:00 PM, April 4, 1968, they parked 
in tho flro station driveway facing the units toward south 
Main Street. Two emergency units were parked side by side 
and the third unit was parked directly behind one of the front 
two. Ho surmisod that. if tho person who shot Doctor KING 
had fired tho shot from the building north of the fire 
station on Main Street, and that individual had thon run 
out of tho building onto Main Street and had turned south on 
Main Street, the first thing that individual would have seen 
would have been 3 police cars in tho driveway of the fire 
station. Although those 3 emergency police vehicles were 
unmanned, he feels that Is possibly what happened in this . 

Instance and that la why tho suspect dropped the rifle, J 

satchel and green cloth blanket or bedspread, which was in I 
ffpnt of the Canipo Amusement Center at 424 S. Main Street. 
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